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(SUPARCO ENVIRONMENTAL LABORATORY) 





INVOICE 


10405-ES- cio3 Dated: 21° April, 2016 


Mr. Syed Muhammad Taha 
Deputy Project Director (PMU), BRT-Orange Line Project 


Karachi Mass Transit Cell Karachi Metropolitan Corporation 
Cell #: 0300-9232470 


Subj: Invoice for Environmental Monitorin 





Dear Sir, 


SUPARCO has successfully completed subject monitoring following 
parameters. 


- Ka ee ate R: 
Continuous Ambient Air 
Monitoring as per NEQS/ SEQS 30,000/ 120,000/- 


1,000/- | 04 4,000/- 


Water Sampling and $ 
Analysis 25,000/ 25,000/- 


0 
'000/- 


Waste Water Sampling and 
Generator Cost (Fuel & Rent) for 
24 Hrs Power Supply to Mobile 13,000/- 04 52,000/- 





The report has already been submitted to NESPAK. Now please make 
Payment of 227,000/- (Rupees Two Hundred and Twenty seven Thousand 


Only) in form of cross cheque in favor of SUPARCO at earliest please. 
Regards, 









yk wk (DF. M. Mansha) 


General Manager 






, GOS 





S jy Environmental Monitoring & 
E i; Modeling Division 
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Mee 

5 K Pakistan Space & Upper Atmosphere Research Commission (SUPARCO) 

s S D P.O. Box 8402, SUPARCO Road, Gulzar-e-Hijri, Sector 28, Karachi 

E = A Ph: 021-34650765-79, FAX: 021-34644928, 34644941 Website: www.suparco.gov.pk 


No. KMTC/TMTD/BRTS/BL/2016/80 
GOVERNMENT OF SINDH 
TRANSPORT & MASS TRANSIT ae 
SSE DEPARTMENT 
Dated: OP- 03-2016 
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Tele. 021-99230665 
Fax. 021-99231153 
D (V 
Dr. M. Mansha 

General Manager 





Environmental Monitoring & Modeling Div, m S k. 
SUPARCO, Karachi. \ A ` 
Subject: 





Reference to your letter No.10405-ES-0252 dated 22-02-2016 the Competent 
Authority has approved and allowed the payment to be made for the services provided by 
M/s. SUPARCO as per Technical detail to be provided by M/s. NESPAK as per your terms and reference 
of payment. Detailed as under: 


COST OF SERVICE | 

SNo, | Tasks =| No. of Points | Unit Cost | Total (Rs) | 
| | a ae 
ao us Ambient ; ~-30,000/- 










Sh Continuous Ambient Air ‘Monitoring | 04 
as eer des a 









| | 

| | | | 
—————}-~ rA maremen rn Sae i Le te TSS e AI EEn ogee PEE 
| oo. +} Generator Cost (Fuel & Rent) for 24 | 04 | 13,000/- 52,000/- 


a | hrs power supply to Mobile Lab 





PAYMENTS TERMS 
e 100% after execution / completion of monitoring activity. 
e The cost will be payable in form of Pay Order in favor of “SUPARCO”, 
e Report would be submitted within 7 working days after completion of survey. 
It is therefore, requested to take up the work instantly and complete the work as soon as 
possible. 


Thanking you for this anticipation 





Copy to: 

(1) Director General, KMTC, TMTD, GOS 

(ii) Project Director (PMU) BRT — Orange Line, T&MTD, GOS 

(iti) Project Engineer (PMU) BRT — Orange Line, TRMTD; GOS 
(iv) Accounts Officer (PMU) BRT = Orange Line, T&MTD, GOS 
(v) M/s. NESPAK (Pyt.) Ltd- 

(vi) PS to Secretary, TMTD, GOs 


